
CONSOLIDATION and TENDER 

The Consolidation Loco is powered by our precision "Power Torque" 
drive motor which is located in the tender. To lubricate, hold tender 
and remove body by inserting a small screwdriver in the four slots as 
shown in diagram and twist. The body will pop off frame easily. Place 
one drop of light household oil on each motor bearing and on all 
axles. Apply lubricant sparingly. Do not over-lubricate. 



3. Place up to 20 drops in bell opening (not smokestack). DO NOT USE MORE 
THAN 20 DROPS. 


Begin operating train. In approximately 3-5 minutes at % speed, smoke will 
begin. If locomotive fails to smoke, an air bubble may have formed in the 
smokestack, which can be corrected by gently blowing into the stack. 

DO NOT FILL SMOKE RESERVOIR THROUGH SMOKESTACK. THIS WILL 
FLOOD SMOKE UNIT. IN THE EVENT FLOODING HAS OCCURRED, HOLD 
LOCOMOTIVE IN VERTICAL POSITION WITH HEADLIGHT POINTING UP FOR 
ABOUT 30 SECONDS. 
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